Approved For Release 2004/05/05 : CIA-RDP85B00803R000100170062-8 
DD/R DD/R 15 June_1963_ 


a 


Herbert Scoville, Jb. resigned as DD/R. : 
Col. Edward B. Giller, served as Acting DD/R until 5 August 1963. 


DD/R changed to DD/S&T on 5 August 1963 and 
Dr. Albert D. Wheelon was first incumbent. 


26 Sept 1966 - Dr. Wheelon resigned and Mr. Carl Duckett was 
made Acting DD/S&T. 
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